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CABLE ADDRESS 


“KEYSER” yo) 4. 
rey Lidlimon June 11th,1896 


Hon. Hermann Kretz, 
Superintendent U.S.Mint, Philadelphia,Pa. 
Dear Sir- 

We have your valued favor of yesterday and book your order 
accordingly for 5,000 pounds best quality ingot copper, special, light- 
bridge ingots, as usual, which we will ship to you promptly. We hope to 
get the shipment off to you to-morrow via Canal Line. 


Yours truly, 


Burr “WwWtrany 
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Baltimore Copper Smelting & Rolling Co. 
(Baltimore Copper Works) 

Baltimore, 

June 11, 1896 


Hon. Hermann [sic] Kretz, 
Superintendent U.S. Mint, Philadelphia, Pa. 


Dear Sir- 


We have your valued favor of yesterday and book your order accordingly for 5,000 
pounds best quality ingot copper, special, light-bridge ingots, as usual, which we will ship to you 
promptly. We hope to get the shipment off to you to-morrow via Canal Line. 


Yours truly, 
Albert H. Weld 
Asst. Treasy. 


